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Aluminum  Bronze  Steel  Sash  Ribbon 

PULLEYS  AND  ATTACHMENTS 

FOR 

SASH  HANGING. 


rio 
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GARDNER  PATENTS. 
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The  ■ Best  ■ Device  - Ever  ■ Introduced  ■ for 
Hanging  - Windows  ■ or 
Heavy  ■ Doors. 


Gardner  Sash  Balance  Co. 

Chicago  III. 


311  FIRST  NATIONAL  BANK  BUILDING, 


NOTE  WHAT  IT  IS. 


The  Steel  Ribbon  is  practically  indestructible,  and  is  conse- 
q ii  ntly  superior  to  any  quality  of  cord  or  chain. 

It  is  made  specially  for  the  purpose,  and  is  thoroughly  tested 
to  a point  far  in  excess  of  the  strain  to  which  it  will  be  subjected. 

It  is  specially  prepared  to  prevent  corrosion. 

It  can  be  painted  to  match  the  color  of  the  woodwork. 

They  are  made  with  turned  axles  and  turned  wheels,  and 
steel  pins. 

The  grooves  in  the  pulleys  are  made  expressly  to  allow  the 
ribbon  to  run  noiselessly. 

With  it  any  door  or  window  weighing  from  5 to  5,000  lbs. 
can  be  hung  in  the  most  satisfactory  manner. 

The  pulleys  are  made  in  the  best  manner,  with  particular 
reference  to  their  use  with  the  steel  ribbon. 

The  attachments  are  easily  applied  and  so  constructed  that 
the  strength  of  the  ribbon  is  not  impaired  at  any  point. 

Samples  and  any  further  information  desired,  sent  on  appli- 
cation. 


We  Can  Make  Ribbon  Cheaper  Than  the  Cheapest  Rope. 
We  Do  Not  Guarantee  It. 


From  experience  gained  in  refitting  fifteen  of  the  largest 
buildings  in  Chicago,  besides  repairing  a great  many 
windows  in  various  buildings,  we  have  found  iiniversall}^  that 
too  small  pulleys  are  used  in  connection  with  heavy  windows. 

For  the  best  working  of  the  windows,  the  following  size 
pulleys  should  be  used: 

Windows  not  over  40  pounds,  2 inch. 

60  pounds.  2]  inch. 

100  pounds,  2I  inch. 

150  pounds,  3 inch. 

250  pounds,  3I  inch. 

300  pounds,  4 inch. 

350  pounds,  4.2  inch. 

While  we  give  these  sizes  as  furnishing  the  best  results, 
and  insuring  long  life  to  the  hanging  of  the  window,*  the  smaller 
sizes  can  be  used  with  fair  satisfaction,  yet  with  not  so  per- 
manent results. 

All  our  pulleys  in  all  sizes  will  be  fonnd  very  heavy  in 
comparison  with  other  pulleys,  with  large  pins  and  very  snb- 
stantially  made. 

The  above  figures  are  simply  as  a suggestion,  which  we 
have  gained  by  our  experience  in  rehanging  old  buildings. 
In  figuring  the  weight  of  windows,  5 ponnds  per  square  foot 
is  the  approximate  weight  of  plate  glass,  and  3 pounds  for 
donble  strength. 

These  figures  can  be  relied  npon  in  figuring  the  sizes  of 
ribbon  needed  for  different  size  sash. 


DESCRIPTIVE  PRICE  LIST 


can  furaix«)ft  anij  of  puffe^x^  fo  rT|afcft 

tfie  eLifferent  xi^i'ijfeA  of  eKar(^aoare 
aoco  on  f'^e  MariCeil. 


0■-^:E^IDI^TE:E^’S 

Aluminum  Bronze  and  Steel  Sash  Ribbon 


The  Sash  shotild  always 
be  cut  as  shown 
above. 


Cents  per  foot. 


No  o,  I inch  wide,  for  sash  wei,':;'hing 

20  lbs.  or  less 2A 

No.  4.  f inch  wide,  for  sasli  weighiiiir 

20  to  40  lbs 34 

No.  3.  I incli  wide,  for  sash  weighing 

40  to  60  lbs 44 

No.  2.  f inch  wide,  for  sash  weighing 

60  to  100  lbs 54 

No.  1.  4 inch  wide,  for  sash  weighing 

100  to  150  lbs 6i 

No.  0.  4 incli  wide,  for  sash  weigliing 

150,to  200  lbs 74 

No.  00.  4 inch  wide,  for  .sash  weighing 

from  200  to  250  lbs 84 

No.  A.  J inch  wide,  for  sash  and  doors 

weighing  250  to  300  lbs 124 

No.  B.  i inch  wide,  for  sash  and  iloors 

weighing  300  to  400  lbs 15 

No.  C.  i inch  wide,  for  sash  and  doors 

weighing  400  to  500  lbs 174 


SPECIAL  SIZES  TO  ORDER. 

Cents  pjr  Window. 

Attachments  for  use  with  | ribbon 15 

Attachments  for  use  with  4 ribbon 18 

Per  Set  of  Four. 

5 Attachments 20 

f “ 25 

i “ 30 


Sash  Attachment 


Weight  Attachment 


NOTE— When  we  say  for  20-pound  sash,  we  mean  for  two  10-pound  weights.  We 
ligure  two  weights  for  each  sash. 


Round  End  2-Incli  Pullevs,  Size  of  Face  1 16x51 


Descriptive  Price  List. 


NOISELESS  AXLE  PULLEYS 


FOR 


Sash  Ribbon  3-8  Inch 

IN  WIDTH. 


ALL  PULLEYS  PACKED  WITH 
SCREWS. 

I’ll  1 leys  niaile  roiiiul  or  s(|iiare  eiul;  si(Uare  etui 
will  always  he  In riiislieil  unless  rouiul  are  s|)e(  ial- 
ly  oi'ilei'eil.  Larger  sizes  and  s|ierial  iiiilleysto 
oriler. 


No. 

Size. 

Size  of  Face. 

FINISH. 

Per  Uoz. 

1 

1 x43/k 

Rough 

$U  85 

1 X 55  B 

( ( 

1 ou 

1/.X578 

1 10 

•> 

t> 

2 

1 X 4 / 

Plai  Lacquer  Polished.  

1 00 

1 / X 5/ 

( k 

1 10 

2 i-i 

( < 

1 20 

5 

2 

1 x4/ 

Amber  Lacquer 

1 45 

1/  .X  5^8 

H i 4 

1 00 

1/  -xSys 

4 4 4 4 

1 70 

7 

2 

1 x4/ 

Electro  Bronze 

2 25 

-'X 

1/  X 55  8 

4 4 4 4 

2 40 

2/. 

1/x5/8 

4 4 4 4 

2 50 

9 

2 

1 x4/ 

Electro  Bronze  Steel  Black 

2 25 

2>i 

1/  x5/8 

44  44  44  44 

2 40 

2 >2 

1/  X 5/ 

4 4 4 4 4 4 4 4 

2 50 

11 

2 

1 x4:/8 

Electro  Bronze  fapanese 

2 35 

2X 

1 / X OS/ii 

4 4 4 4 4 4 

2 50 

2/2 

1 / X 5/ 

44  44  44 

2 60 

13 

2 

1 X 4/ 

Nickel  .• 

2 35 

2/ 

1/  X 5/ 

“ 

2 50 

2/ 

1/  X 57/8 

4 4 

2 60 

15 

2 

1 x4/ 

Bower  Barff 

2 95 

2/ 

1 / X 5/8 

4 4 4 4 

3 10 

2/ 

1 X X 5 /8 

4 4 4 4 

3 20 

17 

O 

1 X 4/ 

Bronze  or  Brass  Face,  Iron  Wheel 

3 00 

2/ 

1/  X 5/ 

44  44  44  44 

3 75 

2/ 

1Xx5/8 

44  44  44  44 

4 30 

19 

* 2 

1 X 4 4-8 

Bronze  or  Brass  Face  and  Wheel 

5 00 

2/ 

1 X X 5/ 

4 4 4 4 4 4 4 4 

5 75 

2/2 

1 X -■<  X 

4 4 4 4 4 4 4 4 

0 30 

TH! 


NUMBER  INDICATES  THE  FINISH.  GIVE  SIZE  AND  NUMBER 
IN  ORDERING. 


DESCRIPTIVE  PRICE  LIST 


NOISELESS  AXLE  PULLEYS 


For  Sash  Ribbon  1-2  Inch  in  Width. 


No. 

Size. 

Size  of  Face. 

FINISH. 

Per  Doz, 

2/2 

IX  X G 

Rough 

$1  15 

3 

1 5-1 G .\  GX 

i { 

1 70 

> 1 

3/ 

1 X X GX 

<<  • 

2 25 

23 

2/ 

IX  X 6 

Plain  , Lacciuer  Polished 

1 25 

3 

1 5-lG  X GX 

( < 

1 80 

3/ 

IX  X i>7/s 

< ( 

2 35 

2)4 

IX  xG 

Amber  Lacquer 

1 75 

3 

1 5-lG  X GX 

i(  a 

2 25 

3/ 

IX 

( ( < c 

3 50 

2 7 

2)4 

IX  X G 

Electro  Bronze 

2 55 

3 

1 5-lG  X GX 

( { a 

3 05 

3)4 

IX  X G )4 

< ( <t 

4 30 

29 

2)4 

1 X X G 

Electro  Bronze  Steel  Black 

2 55 

3 

1 5-lG  X GX 

U ( < ii 

3 05 

3)4 

1 X X 6 X 

i(  u u 

4 30 

31 

2)4 

1 X X G 

Electro  Bronze  Japanese 

2 65 

O 

1 5-1 G X GX 

( ( i ( ( i 

3 15 

3)4 

IX  X GX 

( <(  t( 

4 40 

33 

2/ 

IX  X G 

Nickel 

2 65 

3 

1 5-1 G X GX 

i ( 

3 15 

3)4 

1 3/  X G J/q 

( { 

4 40 

35 

2)4 

IX  X G 

Bower  Barff 

3 25 

3 

1 5- 1 G X GX 

( ( i i 

3 75 

1 3)4 

IX  X G/s 

((  (i 

5 00 

37 

2/ 

IX  xG 

Bronze  or  Brass  Face,  Iron  Wheel 

4 50 

1 3 

1 5-lG  X GX 

( ( ( ( U i i 

G 00 

1 3)4 

IX  X GX 

a a u a 

7 00 

39 

1 2)4 

IX  X 6 

Bronze  or  Brass  Face  and  wheel 

6 50 

, 3 

1 5-lG  X GX 

U U O’  < < 

9 50 

1 3/ 

1 X X GX 

a a a a 

10  50 

ALL  PULLEYS  PACKED  WITH  SCREWS. 


T*iill6ys  niiiile  I’oiiiul  or  scjiuirc  eiul;  s<[uure  6ntl  will  alwiiys  be  fiu'uislfcd  unless 
rouiul  are  si)eeially  ordered.  Larger  sizes  and  s[)eeial  pulleys  to  order. 

THE  NUMBER  INDICATES  THE  FINISH.  GIVE  SIZE  AND  NUMBER 

IN  ORDERING 


Round  £ud  2-Incli  Pulleys,  Size  of  Face  1 16x64. 


DESCRIPTIVE  PRICE  LIST 


ANTI-FRICTION  AXLE  PULLEYS 


For  Sash  Ribbon  3-8  Inch  in  Width. 


No. 

Size. 

Size  of  I'acu. 

!■  IXISII. 

Per  Doz. 

0 

0 

1 X -U« 

Rough 

$1  K;') 

-'X 

I ^8 

“ 

2 (10 

IX 

( i 

2 10 

1 

»> 

1 X 4-’k 

Plain.  Lacquer  P(dislu-d 

2 00 

1 X « 

2 10 

1 X X .ary 

“ 

2 20 

G 

2 

1 X 438 

Ainlier  Lacciucr 

2 4b 

IX  ^ '>-^a 

“ “ 

2 60 

-^x 

IX  -'’X 

U ii 

2 70 

S 

2 

1 X 4X 

Electro  Bronze 

3 2b 

^x 

IX  ^ 

“ 

3 40 

2X 

IX  X r>y8 

( ( 

3 50 

10 

0 

1 X 4^ 

Electro  Bronze  Steel  Black 

3 25 

1 X 

( ( i i a i i 

3 40 

^X 

IX  57'« 

( ( a n (4 

3 50 

12 

2 

1 X 4.' ^8 

Electro  Bronze  Japanese 

3 35 

^x 

IX  ^ '"’-'H 

l.  . <(  ■ <4 



3 50 

IX 

i i < C ( i 

3 60 

U 

2 

1 X 4X 

Nickel 

3 35 

-^x 

IX  X 

3 50 

1 X X ' 8 

44 

3 60 

IG 

2 

1 X 438 

I^ower  Rjarff 

3 95 

-^x 

IX  X r)5H 

( ( ( ( 

4 10 

-'X 

IX  X r.j  « 

( < ( i 

4 20 

18 

2 

1 X 43  8 

Bronze  or  Brass  I^'ace,  Iron  Wheel 

4 00 

-'X 

1 X 



4 75 

-'X 

IX  X r.x 

iC  i6  ( < U 

5 30 

20 

2 

1 X 4X 

Bronze  or  Brass  Face  and  Wheel 

6 01) 

^x 

IX  X ilia 

i i U ((  i ( 

6 75 

2X 

1>4  X 5x 

< ( a ((  n 

7 30 

ALL  PULLEYS  PACKED  WITH  SCREWS. 

Pulleys  made  roiiiid  or  s((uai’e  end ; square  end  will  always  be  I'lirnislied,  unless 
round  are  s[)eeially  ordered.  Ivargei-  sixes  and  sj)eeial  pnlleys  to  order. 

THE  NUMBER  INDICATES  THE  FINISH.  GIVE  SIZE  AND  NUMBER 

IN  ORDERING. 


DESCRIPTIVE  PRICE  LIST 


ANTI-PRICTION  AXLE  PULLEYS 

For  Sash  Ribbon  1-2  Inch  in  Width. 


Per  tloz. 


$2  15 

2 7U 

3 25 

2 25 
2 80 

3 35 

2 75 

3 25 

4 50 

3 55 

4 05 

5 30 

3 55 

4 05 

5 30 

3 65 

4 15 

5 40 

3 65 

4 15 

5 40 
4 25 

4 75 

6 00 

5 50 

7 00 

8 00 
7 50 

10  50 

11  50 


SPECIAL  ANT! -FRICTION  PULLEYS. 

No.  42.  4 X ^ Amber  Lacquer,  for  inch  Ribbon, 

“ 44-  X ^ " ->8  “ 

“ 46.  4^x^  “ “ “ “ 

48.  5 X 7-s  ^8 

ALL  PULLEYS  PACKED  WITH  SCREWS. 

Pulleys  niiule  round  or  siiiuire  end;  siiiuire  end  will  always  be  riirnislied  unless 
round  are  specially  oi’.lered.  Larger  sizes  aiul  spei'ial  pulleys  to  order. 

THE  NUMBER  INDICATES  THE  FINISH  GIVE  SIZE  AND  NUMBER 

IN  ORDERING. 


$6  00 
8 00 
10  00 
12  00 


No. 

Size, 

Siz«  of  Face. 

FINISH. 

o>) 

1/  x6 

Rough 

3 

1 5-16  6^ 

i i 

1 ^ X ti  8 

i i 

24 

13^x6 

Plain.  Laciiuer  Polished..  

3 

15-16x6/ 

i i 

1 / X ti  y 8 

“ 

20 

1/  X 6 

Amber  Lacquer 

3 

1 5-16  X 6/ 

(4  4 (* 

3/2 

1/  X 6/ 

ii  a 

28 

2K> 

1/  X 6 

Electro  Bronze 

3 

1 5-16  X 6/ 

4 4 4 4 

3>^ 

1/  X 6/ 

4 4 4 4 

30 

2/2 

1/  X 6 

Electro  Bronze  Steel  Black 

3 

1 5-1 6 X 6/ 

44  44  44 

3>4 

1 / X 6 / 

44  44  44 

32 

2/ 

1/  x6 

Electro  Bronze  Japanese 

3 

1 5-16  X 6/ 

4 4 4 4 4 4 

3/ 

1 / X 6 / 

4 4 4 4 4 4 

34 

2/ 

1/  x6 

Nickel 

3 

1 5-16  x 6/ 

“ 

3/2 

1/  X 6% 

4 4 

30 

2/ 

1/  X 6 

Bower  Barff 

3 

1 5-16  X 6/ 

4 4 4 4 

3/ 

1 / X 678 

4 4 4 4 

38 

2/ 

1/  X 6 

Bronze  or  Brass  Face,  Iron  Wheel 

3 

1 5-16  X 6/ 

4 4 44  4 4 4 4 

3>4 

1 / X 6 / 

4 4 44  4 4 4 4 

40 

2/ 

1/  X 6 

Bronze  or  Brass  Face  and  Wheel 

« > 

1 5-16  X 6/ 

4 4 4 4 4 4 4 4 

3 >2  , 

1 / X 6 7/8 

4 4 4 4 44  4 4 

THE 

GflBDNER 

SPECIAL 


5I7OU/#' 


PdLLEYS. 


NOISLES5.  ANT  I- FRICTION 


2*4  X 

3 X >2. 

4 X 

^ X >4 . 

5 X >4. 


$1 

2.5 

$2 

25 

2 

25 

3 

25 

0 

50 

3 

50 

4 

25 

5 

25 

7 

00 

8 

00 

8 

00 

0 

on 

SPECIAL  PULLEYS  MADE  TO  ORDER  FOR  SPECIAL  PURPOSES, 


SF*ISCI^\T^  I^ULLB\^S. 


S([uare  Kihl  Pulloys  for  2-8  Ril)hon; 

Size  of  Wheel.  Size  of  Face. 

2i .5i  X 1 3-16  abstract 

2F .0^  X 1 •’j-1 1 6 

2T * .5f  X It 

3 6t  X It  royal 

3 6t  X H Sciiults 

Square  Kiid  Pulleys  for  1-2  Ribbon: 

Size  of  AVIieel.  Size  of  Face. 

3 61  X 1 7-16 

Round  End  Pulleys  foi'  3-8  Rilibon; 

Size  of  Wheel  Size  of  Face 

2t X H 

Round  End  Pulleys  for  1-2  Ribbon: 

Size  of  heel.  Size  of  Face. 

2t .5t  X 1 1-16 

Special  I’ulleys  for  Heavy  Doors  for  1-inch  Ribbon: 

Size  of  Wheel.  Size  of  face. 

8 1 .5f  X 3 


All  of  the  Above  Sizes  made  in  ail  our  regular  finishes  at  same 

price  as  regular  list. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


C.  B.  AND  q.  OFFICE,  CHICACiO. 


ClIlCAliO.  BURLINGTON  & (QUINCY  RAILROAD  COMPANY. 
ASSISTANT  SL'PEltlNTENDENT’S  OFFICE. 


CHICAGO,  January  U,  1892. 

ir.  F.  3Ierrill,  Esq.,  General  Manaqcr: 

Dear  Sir — We  liave  used  the  Gardner  Noiseless  Pulleys  on  most  all  the  windows 
in  the  General  Office  for  the  last  tw(*  years,  and  have  found  them  to  give  general 
satisfaction.  The  windows  handle  much  easier  and  are  never  out  of  order,  and  so 
far  have  never  had  to  replace  one.  I Ihinlc  they  are  a great  imiirovement  on  tlie  old 
cord  formerly  used,  and  in  the  long  run  are  much  more  economical.  They  have 
worked  so  satisfactorily  that  it  was  decided  some  time  ago  that  as  fast  as  the  old 
cords  gave  out  they  are  to  be  re|)laced  by  the  Gardner  system. 

A’onrs  truly. 


P.  A.  IIOWEANI), 

Ass't  Sup’t, 


I indorse  the  above. 

W.  F.  Merrill. 

Gen’ I Manager. 


This  Building  is  Fitted  with  the  Gardner  Sash  Ribbon,  Pulleys  and 

Attachments. 


GARDNER  SASH  BALANCE  CO„  CHICAGO. 


THE  FOUR  COl'KTS,  ST.  LOUIS,  MO. 


Office  of  COMMISSIONER  OF  PUBLIC  BUILDINGS, 


Room  11,  City  Hall. 

St.  Louis,  1891. 

Oafdiier  Sash  Balance  Co.,  Chicago,  III.  : 

Gentle.mex  I hav’e  used  your  Steel  Ribbon  and  Pulleys  in  the  windows  of  The 
Four  Courts,  as  I have  had  no  end  of  trouble  on  account  of  cords  constantly 
breaking.  Since  your  device  has  been  put  in,  it  lias  not  been  necessary  to  repair  a 
single^window.  \our  device  l>ays  for  itself  inside  of  one  year  on  heavy  windows. 

Yours  truly, 

Thos.  J.  Furlono, 

Building  Commiss-ioner. 


The  Building  is  Fitted  with  the  Gardner  Sash  Ribbon,  Pulleys 

and  Attachments. 


GARDNER  SASH  BALANCE  CO,,  CHICAGO 


FfRST  NATIONAL  BANK  BUILDING,  CHICAGO. 
BURLING  & WHITEHOUSE,  ARCHITECTS. 


NATIONAL  SAFE  DEPOSIT  COMPANY. 

160  and  162  Dearborn  Street. 

Chicago,  January  11.  1892. 

Gardner  Sash  Balance  Co.: 

Gentlemen— In  reply  to  your  inquiry  referring  to  the  use  of  your  Sash  Ribbon 
in  the  First  National  Bank  Building.  We  commenced  the  use  of  your  material  over 
two  years  ago,  and  refitted  the  whole  building.  Since  then  we  have  had  no  breakage 
of  the  Ribbon,  whereas,  before  the  ropes  were  constantlj'  breaking,  causing  no  end 
of  trouble  and  expense.  Also  the  breakage  of  glass  has  been  verj'  materially  less 
since  adoj)ting  your  device.  We  are  pleased  to  say  we  have  not  had  to  expend  one 
cent  on  any  window  since  putting  it  in.  I would  not  use  any  other. 

Respectfully  yours. 

F.  D.  Gr.\y, 


President, 


The  Building  is  Fitted  with  the  Gardner  Sash  Ribbon,  Pulleys 

and  Attachments. 


avert  eibrart  ^ 
COEUM4JA  UNI /V  - ITT 


G.  C.  GARDNER,  cJ.  R.  GARDNER, 

Presideqt,  Secretary  aqd  Trea.surer 

Gardner  Sash  Balance  Co.. 

,'\ANUPACTUREF-;S  AND  DEALERS  IN 

Sash  Pulleys,  Aluminum,  Bronze  and  Steel  Sash  Hibbon  and  Attachments. 

PATENTED 

WE  ARE  THE  ORIGINATORS  OF  THIS  SYSTEM  OF  SASH  HANGING,  AND  ARE 
THE  ONLY  FIRM  FURNISHING  A THOROUGHLY  TESTED  RIBBON, 

OUR  RIBBON  AND  ATTACHMENTS  HAVING  BEEN  IN  GENERAL 
AND  SUCCESSFUL  USE  FOR  OVER  THREE  YEARS. 


GET  ONLY  TtlE  GARDNER 


ORRICE,  311  RIRSX  NATIONAL  BANIv  BUILDING,  CHICAGO. 


A\ANURACTORS’  AND  STORE  AT  A\ORRlS,  ILLINOIS. 


^Ccc^-  a^, 


i:^-*:-£>7* — 

44>4^ 


/r^-TTf  y , _ ^%zx^cy  4€i.X^&c. 


Patented. 
Saih  Attachment. 


Weij^ht  Attachment. 
Patented. 


NOTE  WHAT  IT  IS. 


It  consists  ol  a ribbon  made  ot  aluminum  bronze  or  steel,  used  in  connec- 
tion with  weights  in  the  same  manner  as  rope  or  chain. 

l ire  ribbon  will  not  get  caught,  will  not  kink,  and  can  not  get  out  of  order. 

It  jjresents  a neat  appearance  and  will  not  collect  dust  or  dirt. 

Our  pulle)s  are  made  e.xpressly  lor  use  with  ribbon,  and  will  run  smoothly 
and  noiselessly. 

Our  attachment,  the  result  crt  years  of  experiment  and  trial,  is  easil)'  made 
and  will  not  pull  out  or  cut  the  ribbon. 

'I'liis  attachment  is  one  ol  the  secrets  ol  our  success,  as  the  wooden  wed^re 
which  secures  the  ribbon,  being  less  hard  than  the  latter,  will  not  cut  it,  and  we 
can  state  positively,  after  years  of  experience,  that  no  other  method  will  give 
satislaction. 

Beware  oe  imitations. 

See  that  you  speciey  and  GET  the  Gardner. 

We  can  make  ribbon  cheaper  than  the  cheapest  rope. 


The  Sash  should  always 
be  cut  as  shown 
above. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


WAINWRIGIIT  BGILDIXG,  ST.  I.OU1S. 

Adler  it  Sulliv.an,  ..ixD  Ch.ls.  R.  Ramsey,  Associ.yte  Architect. 


RHOUb;  ISLAND  HOSPITAL  TRUST  CO.,  PROVIDt;NCK. 
R.  \V.  Gibso.n.  Architect,  New  York. 


These  Building's  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


NATIONAL  PALACE.  CITY  OF  MEXICO— Antonio  Rives  Mercado,  Architect. 

About  two  years  ap;o,  on  recjuest  of  General  Carlos  Pacheco,  Coniinissioner  of  Public  Works,  for  designs  for  the  new  National  Palace,  about  twenty-two 
were  submitted  by  various  architects  and  engineers.  The  judges  awarded  the  first  prize  to  Architect  Antonio  Rives  Mercado,  associate  of  Alberto  Malo, 
the  latter  gentleman  being  architect  for  the  new  Opera  House  at  Guanajuato.  The  above  cut  represents  the  front  elevation  of  the  National  Palace. 

This  Building  is  to  be  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


Dl'.i'AlI,  Ol'  XATIDXAI,  I’AUACIC.  CI  TY  HI'  Ml'.XICO. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


l-'.oiTrAIU.K  IsriLDINC,,  DEXVKR,  COI.O. 

.\NI)RI;\VS,  JAQVKS  iV  R.\NT<)U1-,  A rcii  itect.s. 

Gardner  Sash  Balance  Co.,  Chicago,  Ills.; 

Dear  Sirs — We  send  herewith,  under  separate  cover,  heliotypes  of  the  Kqnitahle 
yonr  Sash  I’ldleys  are  specified.  Yours  very  truly, 

[Dictated.]  


EuriTAni.i-;  urn, ding,  dks  moixi-s, 

.■Vndrrws,  J.AorKs  & Rantoi  i,,  .Architects. 

BosTox,  I'ebruary  4,  1S92. 

Buildinjjs  at  Iitnvtr  and  Des  IMoines,  in  which  1 uildings 
AXDRItWS,  JaQI'ES  ilv  RaNTOVL, 

By  C.*!,.'*  Rogers. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Eibbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


I-IKKC1-;  BUil.DING.  NEW  YORK  CITY. 


CAKKKKK  & IlASTIXCS.  ARCIlnECTS. 


CARRERE  & HASTINGS,  Architects, 

44  and  46  Broadway,  Xew  York. 

January  20,  1892. 

To  Mr.  Geo.  C.  Gardtier, 

Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Dear  Sir — We  have  ordered  a photograph  of  the  Pierce  Building 
made  and  mailed  to  you  at  your  Chicago  address. 

We  have  used  j'our  Steel  Ribbon  in  the  Edison  Building,  in  the 
Pierce  Building,  and  in  the  Hail  and  Express  Building.  We 
expect  to  use  it  in  all  new  buildings  that  may  be  designed  and 
erected  by  this  office. 

Yours  truly, 

Carrere  & Hastings. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


T.ONG  6c  KIvI'^S,  .Arch iTKCT.s, 

Oflices,  Kasolii  lUiildin",  Corner  Hennepin  Avenue  and  I'ourlh  Street, 

Minnkai'Oi.is,  Minx.,  January  8,  1892. 
Gardner  Sash  lialance  Co.,  Chicago,  Ills.: 

GentlemKx — We  wish  to  express  our  a])proval  oi 
your  metal  ribbon  for  hanging  sliding  sash.  We  are 
now  using  it  for  all  our  best  work.  You  certainly  have 
a good  thing,  .something  that  architects  and  owners  will 
appreciate  so  long  as  you  keep  up  the  .standard  and  at 
the  same  time  (if  possible)  protect  the  trade  from  imita- 
tions. 

Yours  truly, 

Lonh  6c  Kees. 


This  Building  is  Fitted  with  the  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 
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Cl  r oi-  cn'\'  nAi.i,,  sr.  i.oris, 
I'X'Ki;!,  & .Mann,  .Vrciiitkcts. 


GEO.  R.  Mx\XN,  Architect, 

New  Cit}’  Hall,  Twelfth  and  Market  Streets. 

St.  Louis,  January  26,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — I have  examined  your  Sash  Ribbon,  and 
am  very  much  pleased  with  it. 

I have  specified  it  for  the  St.  Louis  City  Hall  and  the 
Asylum  Building  for  the  Sisters  of  St.  Vincent. 
Respectfull}’, 

Geo.  R.  Mann. 


Office  of  hX'KEL  cS:  MAXX,  Architects, 

St.  Joseph,  Mo.,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

I have  used  your  Steel  Sa.sh  Ribbon  on  several  build- 
ings, and  they  give,  so  far,  perfect  .satisfaction. 

Respectfully, 

E.  J.  Eckel. 


This  Buildinc  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


COl'R'I'  HOUSK  (iKI'l'N  COUNTY,  FR3-:KI’0KT,  II.T. 
U,.  St.\xi,kv  Akciiitixt. 


G.  STANLEY  MANSFIELD,  Aruhitect, 

()]iera  House  I51ock. 

Freeport,  Ili.s.,  Januar}'  25,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — Yours  under  date  of  the  22d  to  hand.  I inclo.se  a 
cut  of  court  house  and  photo  of  the  “ Karlin  ” Flock,  in  both  of 
which  your  appliance  is  used  throughout.  I expect  to  u.se  them 
entirely  this  season. 

Respectfully  yours, 

G.  St.vnlev  Man.seield. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


S.  E.  CHAMBERLx\IX,  Architect, 

6oi,  602  and  603  Massachusetts  Building. 

Kansas  City,  Mo.,  February  16,  1892. 

Gardner  Sash  Balance  Co.,  Chicago,  Bis.: 

Gentlemen — In  reply  to  j'our  inqtiir}'  referring  to 
the  use  of  yonr  device  for  hanging  window  sa.shes,  I 
consider  it  the  best  in  the  market  at  the  present  time 
for  that  purpose,  being  durable,  neat  and  easily  applied. 
It  is  without  doubt  in  my  opinion  the  “Acme.”  I 
have  specified  its  use  in  several  buildings  under  my 
charge,  among  them  the  Xew  City  Hall  in  this  city, 
now  being  erected. 

\’ery  respectfully  yours, 

S.  I',.  Chamberlain, 

.Architect. 


.MAV  CITS’  n.SI.I,,  KANSAS  CITY,  MISSOURI. 
S.  1;.  Cll.\Ml!l;l<LAIN.  AKCIIITECI. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


schii,i.j-;r  opf.ra  irorsi-'-HTOHTKEX  stories. 
Adi.kk  N:  Sri.i.iv.AR,  Architects. 


AI)LI':r  cS:  SlUJJVAN,  Architects, 

Aiulitoriuni  Building,  Tower. 

CiiiCACrO,  February  24,  1892. 

Gardner  SasJi  Balaaice  Company , Chicago,  l/ts. : 

Gentlemen — In  reply  to  your  incpiiry  in  regard  to  your  Sash  Ribbon, 
we  will  say  that  we  have  adopted  it  in  the  new  .Schiller  Opera  House 
now  in  course  of  erection,  and  we  think  very  well  of  it. 

Yours  truly, 

Adler  & Sllliv.vn. 


This  Buildinsr  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


ki;sii)i;n(.i'.  of  ji  r.i-;  di  iiorv.vtii. 

Jui-K  DiOIoKVATll,  AKCIIITKCT. 


Office  of  JULE  DeHORVATH,  Architect, 

1 19  Dearborn  Street. 

Chicago,  February  10,  1892. 

Gardner  Sash  Balance  Co.,  City  : 

Gentlemfin — I have  used  j'our  Pullet's,  Ribbons  and  Attachments 
in  several  residences,  and  they  have  proven  perfecth’  satisfactor}'  in 
every  respect.  We  are  using  the  .same  in  our  best  work. 

Yours  truly, 

JCLE  DfAIorvatii. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


M.\NH.\TT.\X  BUILDING.  ST.  U.\UL. 


Cl-.AKI!NCI'  llOW.-iRD  JOHNSTON.  ARCIUTliCT. 


Office  of  CLARENCE  HOWARD  JOHNSTON,  Architect, 

706-713  Manhattan  linihliny. 

vSt.  Laue,  i\I ! NX.,  January  6,  1S92. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Mv  Dear  vSirs — I commend  your  Steel  Sasli  Ribbon  to  those  desiring 
a first-class  article  of  this  kind.  I have  used  it  with  signal  success  through- 
out the  Manhattan  Office  Ruilding  of  this  city,  as  well  as  in  many  others, 
with  extremely  gratifying  results. 

vSincereh'  yours, 

C.  H.  JolIXSTUX. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


'nil-;  Mtij'.AX  ni.ocK,  s'l'.  i.ons.  Ain. 


Office  of  the  DR.  J.  H.  McLEAN  AIEDICIXE  CO., 

S.  E.  Cor.  Broadway  and  Biddle  Streets. 

St.  Louis,  Jainiar}-  27,  1891. 

Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlfimen — We  are  using  your  Steel  Ribbon  and  Pulleys  in  our 
repair  work,  and  they  are  giving  entire  satisfaction. 

Yours  truly, 

L.  P".  Camfbei.l, 

Ex.  Dr.  J.  H.  McLean  Estate. 


This  Building  is  Fitted  with  the  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


RKSIDKNCK. 

C.  W.  Kkli.ogg  & Son,  Architects. 


Offick  of  C.  W.  KKTJ.OGG  & SOX, 

Architects. 

Joplin,  Mo.,  January  28,  1892. 

E.  B.  Seidel,  Esq.,  Gen' I Agt.  Gaidner  .Sas/i  Balance  Co.,  Chicago,  III.: 

Df:ar  Sir — We  are  specifying  your  pulleys  altogether.  They  are 
perfect.  Webb  City  school  house  is  completed.  We  ju.st  took  in  an- 
other residence,  $15,000,  to-day. 

Yours  truly, 

C.  W.  Keli.ooo  & Son. 


This  Building  is  Fitted  with  The  Gardner  Sash  Eibbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


'nil-:  idi  K COURTS.  ST.  i.oris.  mo. 


Oi-FICE  OF  CO.MMISSIOXKR  OF  I’UKLIC  Bni, DINGS, 

Room  II,  City  Hall. 

St.  Louis,  1891. 

('iayd)icr  Sash  fha/ancc  Co.,  Chicago,  Ills.: 

Gentlemen  — I liave  used  \our  Steel  Ribbon  and 
Pulleys  in  the  windows  of  The  Four  Courts,  as  I have  had 
no  end  of  trouble  on  account  of  cords  constantly  breaking. 
Since  yonr  device  has  been  put  in  it  has  not  lieen 
necessary  to  repair  a single  window.  Yotir  device  pays 
for  itself  inside  of  one  year  on  heavy  windows. 

Yours  truly, 

Thos.  J.  Furlong, 

Building  Comini.ssioiier. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


NORTH  TKXAS  NATIONAL  BANK. 

J.  B,  LKGG  AKClIITIiCTl  KAI,  Co..  .ARCHITECTS. 


j.  B.  lb:gg  architectural  co.. 

Batik  of  CoiiiHierce  Building,  Broadway  and  Olive  St. 

St.  Louts,  January  28,  1892. 

Gardner  SasJi  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — In  an.swer  to  your  inquiry  in  reference  to  the  Gardner 
Sash  Balance,  will  .say  that  we  are  pleased  to  say  that  we  have  inve.stigated 
the  goods  carefully,  and  their  practical  workings,  and  are  .satisfied  of  their 
superiority  for  sash  balances. 

Yours  trul}', 

J.  B.  Liioo  Arciiitectur.vl  Co., 

Per  J.  B.  Lkgg,  President. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


TRAPHAGEN  & FITZPATRICK,  Architects, 

510,  51 1,  512,  513  First  National  Bank  Building. 

Duluth,  Minn.,  Januar}-  27,  1892. 

Gardnet'  Sash  Balance  Co.,  Chicago,  Ills.  : 

Gentlemen — Yours  of  the  4th  iirst.  asking  our  opinion 
of  3'onr  Sash  Balance,  Ribbon,  etc.,  has  been  received,  and 
in  answer  will  sa}'  that  we  have  used  t'onr  goods  almost 
exclnsivel}"  upon  the  larger  buildings  we  have  erected 
during  the  last  5’ear,  and  in  evert’  case  the}'  have  given 
ns  perfect  satisfaction. 

Yours  ver}’  trnl}’, 

Traphagen  & Fitzpatrick. 


Pll-'.DMONT  I'l'.KK.VCL. 
rKAPHAJ.FN  fcS:  iTI/PATRICK,  ARCHITKCTS. 


This  Building  is  Fitted  with  the  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO 


These  Building’s  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


C.  n.  vV  O.  OM  ICl'.,  LIIICACH). 


Chicago,  Ruri.ington  & Quincy  Railroad  Company. 

■A.SSIST.A.VT  SCPKRI.NTK.NDKNT'S  OFFICE. 

Chicago,  Januar}-  ii,  1892. 
IF.  F.  Merrill,  Esq.,  General  Manager : 

Dear  Sir — We  have  used  the  Gardner  Noiseless  Pullej’s  on 
most  all  the  Avindows  in  the  General  Office  for  the  last  two 
years,  and  have  found  them  to  give  general  satisfaction.  The 
windows  handle  much  easier  and  are  never  out  of  order,  and 
.so  far  have  never  had  to  replace  one.  I think  they  are  a 
great  improvement  on  the  old  cord  formerly  used,  and  in 
the  long  run  are  much  more  economical.  The}'  have  Avorked 
so  satisfactorily  that  it  aa'hs  decided  some  time  ago  that  as 
fast  as  the  old  cords  gave  out  they  are  to  be  replaced  Avith 
the  Gardner  system. 

Yours  truly, 

F.  A.  Hoaveani), 

Ass't  Siip't. 

I indorse  the  aboA’e. 

W.  F.  Merrier, 

Geii’l  Manager. 


This  Building  is  Fitted  Avith  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO 


Jui-E  DeHorvath,  Architect. 


Jui.E  iJElIciRVATii,  Architect. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


IIAI.I,  Ol-  HIXOKDS.  SANTA  Cl, AKA  COUNTY,  CAT. 
jAOil!  I.i.NZKN  .V  Sun,  AuciinixTs. 


Office  of  JACOB  LliNZEX  & SOX, 
Akchitects. 

San  Jose,  Cat.,  October  29,  1891. 

(tardner  Sash  lialancc  Co.,  Chicago,  ///..• 

OFlNTEEMiiN — ReplN'iiig  to  vours  of  the  22(1  inst.,  will 
say,  in  reference  to  the  Hall  of  Records,  that  your  Pul- 
leys and  Ribbons  are  specified  throughout,  and  we  have 

also  used  them  in  other  buildings.  W'e  have  carefully 
examined  them  and  have  come  to  the  conclusion  that  it 
is  the  host  and  only  contrivance  we  know  of  for  prop- 
erl>-  hanging  a sash.  Your  agent  in  vSan  Franci.sco  has 

called  on  us  .several  times,  and  keeps  us  posted  on  all 

matters  pertaining  to  your  Balance. 

Vours  truly, 

Jacob  Lexzen  & Son. 


This  Building  is  Fitted  with  The  Gardner  Sash  Eibhon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


Northwestern  Guaranty  Loan  liriuDiNG,  Minneapolis,  Minn. 
Mix  & Holbrook,  Architects. 


\V.  A.  HOLBROOK,  Architect. 

Hii.w.vrKEi-:,  January  14,  icSga. 
(riirdncr  Sas/i  lialaucc  Co.,  Chicago,  Ills.: 

GiiNTEEMEN — Your  Sasli  Ribbon  placed  in  the  Xorthwe.stern  Ouaranty 
Loan  Building,  Minneapoli.s,  we  are  much  plea.sed  with.  We  think  it  a 
great  improvement  for  heavy  .sash  over  the  old  style  chain  or  .sa.sh 
cord.  We  shall  endeavor  to  use  it  in  our  most  important  work. 

Yours  respectfulh’, 

W.  A.  Hoi.hkook. 


This  Buildine  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


Office  of  H.  B.  WHEELOCK,  Architect, 

226  LaSalle  Street. 

Chicago,  Februar\-  10,  1892. 

(lardner  Sas/i  BalcDice  Co.,  City: 

OitNTLEMEN — 111  the  ii.se  of  your  Piillej’-s  and  Riliboii  in 
several  buildings  erected  by  me,  it  has  been  perfectly  .satis- 
factory. We  have  specified  it  in  the  Ricardi  Apartment 
Building,  at  Twenty-Fourth  Street  and  Indiana  Avenue,  and 
intend  using  it  in  our  future  work. 

Yours  truly, 

H.  B.  WlIEELOCK. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


MOXTAUK  ni.OCK,  CHICAGO. 


MCLAUGHLIN  & STKPHRNvS, 

.Krciutects. 

Sioi'-X  City,  Iow.v,  January  15,  1S92. 
(iarduc)'  Sas/i  Balance  Co.,  C/iicago,  III.: 

Gkntlkiukn — In  an.swer  to  yonrs  of  January  4,  I can  onl\'  .say  tliat 
I like  your  arrangement  of  hanging  window.s  Ijetter  tlian  anything  I 
have  .seen.  We  have  used  it  in  the  Iniildings  for  the  Loston  Invest- 
ment Company  here,  and  it  \vork.s  admirably. 

I regret  to  sa}'  that  I have  no  cuts  or  photographs  of  aiu'  of 
these  buildings  that  are  in  shape  for  re])rodnction. 

Yonrs  truly, 

Dictated,  W.  D.  M.  W.  1).  McL.wc.in.ix. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


I’lKST  N’ATIONAI,  HANK  liini.DING,  CHICAGO. 
1U:ki,in<;  .V  Wiini  Morsi:.  Akciuticcts. 


NATIONAL  SAFE  DEPOSIT  COMPANY, 

i6o  and  162  Dearliorn  Street. 

Chicago,  January  ii,  1892. 

(iardncr  Sas/t  Balance  Co.: 

Gkntlkmen — In  reply  to  your  inquiry  referring  to  the  u.se  of  your 
Sash  Ribbon  in  the  P'irst  National  Rank  Puilding.  We  coniinenced  the 
use  of  your  material  over  two  3’ears  ago,  and  refitted  the  whole  building. 
.Since  then  we  have  had  no  breakage  of  the  Ribbon,  whereas,  before,  the 
ropes  were  constantly  breaking,  causing  no  end  of  trouble  and  expense. 
Al.so  the  breakage  of  glass  has  been  very  materially  less  since  adopting 
your  device.  We  are  plea.sed  to  say  we  have  not  had  to  expend  one  cent 
on  any  window  since  putting  it  in.  I would  not  use  any  other. 

Respectfully  yours, 

F.  D.  Gray, 

President, 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


KK.SIDli^•CE  Ol-  AVM.  CHANNING  WHITNEY,  MINNEAPOI.IS,  MIXX 
Wm.  Ch.-vnninc;  Whitney.  Architect. 


\VM.  CHAXXINCx  WHITXHY,  Architect, 

Rooms  Nos.  56,  57,  58  ^Minnesota  l.oaii  ami  Trust  Ituilding. 

Minxenapoeis,  Mrxx.,  Januart'  13,  1892. 

Gardner  Sash  Bala)ice  Co. 

Gkxtlejiein — The  Minneapolis  Clnb  Iniilding  is  not  in  condition  to  be 
pliolograpbed,  as  tbe  front  is  partly  covered  with  a screen.  As  .soon  as 
we  can  I shall  bave  pbotos  taken,  and  if  not  too  late  for  \'our  nse,  will 
send  yon  one. 

1 be  Sasb  Ribbon  gives  satisfaction  and  is  a great  iinprot'einent  over 
tbe  nse  of  cord.  I shall  be  glad  to  nse  it  whenever  possible. 

Yonrs  truly, 

\Y.  C.  XYiutxkv. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  RASH  BALANCE  CO.,  CHICAGO. 


• IDI)  I 1,1. 1, OWN  II.M.I,,  ST  ;,0l  is  AlO. 


ODD  FELLOWS'  Bl'ILDIXG. 

St.  Louis,  1891. 

Gardner  Sas/i  Bala)icc  Co.,  C/iicago: 

Gentlemen — We  have  been  replacing  broken  cords  in  the  Odd  Fellows’ 
Building  with  3’our  Steel  Ribbon  and  Pulley.  Our  building  was  hung 
throughout  with  cord,  but  it  was  constantly  breaking,  and  we  find  that  your 
Steel  Ribbon  is  just  the  thing,  as  the  windows  work  very  easy  and  noiselessly. 
You  are  at  liberty  to  refer  any  one  to  us,  as  your  device  is  giving  perfect 
satisfaction  in  every  respect. 

Yours  truly, 

F.  G.  Rho.vde.s, 

Superintendent. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


These  Buildins^s  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


Mi-.KCANrii.i';  ci.ui!,  ST.  i.oris,  mo. 
Isaac  S.  Tayi.ok,  Architkct. 


ISAAC  S.  TAYLOR, 
Architect. 

Coiniiiercial  Building,  Sixth 
and  Olive. 

St.  Louis,  P'eb.  8,1892. 
Gardner  Sash  Balance  Co., 
Chicago,  Ills.: 

Gentlemen — I have 
specified  yourSa.sh  Ribbon 
in  several  large  buildings 
and  think  it  will  fill  the 
guarantee  3'ou  give  for  the 
.same. 

Re.spectfull}-, 

Isaac  S.  T.vvlok. 


I.IIiK.ARY  liUILDIN'G,  ST.  LOUIS,  MO. 
Isaac  S.  Taylor,  Architkct. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


TIIK  .Sor'l'HKKX  HOTKL,  ST.  I.OUtS,  Mt). 


Private  Office  THE  SOUTHERN, 

II.  C.  IvRWtS,  ^laiiager. 

St.  Louis,  December  i,  1890. 
Ed.  B.  Scidd,  (ieneral  Agent  (Gardner  Sash  Balance  Co.: 

Dear  vSir — In  reply  to  yours  of  Xoveml)er  26th,  making 
iiu[nirie.s  alioul  the  Gardner  system  of  hanging  sash,  \ve  are 
very  much  pleased  with  what  few  we  have  put  on  in  the 
hotel  here.  Another  summer  when  we  renovate  onr  hotel, 
we  shall  probably  adopt  them  for  all  our  heavy  windows  on 
parlor  floor,  as  it  is  a great  saving  and  help,  and  where  it 
formerly  took  two  people  to  raise  the  windows,  a child  can 
do  it  now. 

It  is  a pleasure  to  us  to  .say  anything  good  about  your 
device.  \Try  trul>-  yours, 

(Signed)  H.  C.  Lewis. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


ALBERT  ZSCHOCKK,  Architect, 

406-407  Luinbernian’s  and  Builder’s  Exchange,  Cor.  Seventh  and  Cedar  Sts. 

St.  Paul,  Mixx.,  Februart'  24,  1892. 
C'lardncr  Sash  Balance  Co.,  Chicago,  Ills.: 

Gkxtlemex — I have  used  t'our  Sa.sh  Ribbon  in  the  \Va 
basha  Court  House,  residences  for  Messrs.  Giesen  and  Brad 
enhogen  and  others,  and  find  it  perfectly  satisfactory. 

I expect  to  n.se  it  in  all  ni}'  work  if  pos.sible. 

Yours  very  truly, 

.\lbkkt  Zsciiockk. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


STORl .. 

^IcMii.lan  6c  Kadcliki-'e,  Architects. 


McMillan  & RADCLIFFK,  architects, 

609  First  National  Rank. 

Ditluth,  Minx.,  Januan-  7,  1S92. 
The  (Gardner  Sash  Talance  Co.,  Chicago,  III.: 

GknTvS — Your  favor  of  the  4th  iirsl.  at  hand  and  noted. 
We  have  n.sed  the  Gardner  Sa.sh  Balance  in  nearly  all 
onr  buildings,  such  as  the  Woodliridge  Building,  Burrow’s 
Building,  Kitchi  Ganiini  Club  Building,  and  all  of  onr 
school  buildings. 

We  consider  this  balance  the  best  on  the  market,  and 
shall  continue  to  use  it  until  there  is  a better  one  pro- 
duced. You  are  at  liberty  to  refer  any  one  to  ns,  as  we 
can  not  speak  too  highly  of  your  Sash  Balance. 

Yours  trnl>’, 

McMiee.vn  a Radcmi'i'e. 


This  Buildiiisr  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


rill-,  OKLAXDO,  SAN  M<ANC1SC(J. 

Ol.IVKK  lA'liKUTT,  AKCIIITF.CT. 


OLIVER  EVERETT,  Architect, 

(Iffice,  126  Kearney  Street,  Room  41  Tliurlow  Block. 

San  Erancisco,  Februar\-  3,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — I have  specified  and  used  your  Steel  Sash  Ribbon  on 
almost  all  of  1113'  work  during  the  pa.st  3'ear,  and  am  well  satisfied 
with  the  results. 

Vours  very  truE', 

Oliver  Everett. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO 


RKSIDHXCl-;  OF  TI.  S.  SMITH. 
F.  JENNISUX,  ARCHITECT. 


THE  MACDONOUGH.  OAKLAND. 
Moosf.r  Cuthbertsen,  .Architect. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


\ ISITA'I'I()N  CO-NVKXT,  ST.  I.OUIS,  MISSOURI. 
l).\KNi:iT  K:  IlAVNES,  Akcmitects. 


BARNETT  & HAYNES, 
Architects  and  Superintendents, 

S.  P'.  Cor.  llroadway  and  Olive. 


St.  Louis,  Mo.,  January  26,  1892. 
Gardner  Sash  llalancc  Co.,  Chicago,  I//s.: 

Genteemiin — The  first  time  your  method  of  hanging 


windows  was 

shown 

to 

us  we 

specified 

it  and  will 

specify  same 

in  all 

our 

better 

cla.ss  of 

work,  as  we 

think  it  the 

best  device 

in  the 

market 

at  the  iiresent 

time. 

Yours  trill}', 

Barnett  & Haynes. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


M.  K.  & T.  DEPOT,  KANSAS  CITY,  MO. 


I (^MISSOURI,  KANvSx\vS  AND  TEXAS  TRUST  CO. 

II  C.  IvINDSLV.  Superinteiuleiit. 

St.  IvOuis,  Mo.,  Januar}-  aS,  1S92. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gkntlkmen — In  reph-  to  3'oiirs  of  the  22d,  we  .send  yon 
l)y  same  mail  lithograph  of  the  depot  in  which  we  have  your 
device  for  hanging  windows.  We  are  much  pleased  with  it 
and  continue  to  use  it  iu  our  principal  buildings. 

\'ery  Respectfully. 

H.  C.  Uixosi.v,  vSu])!. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


AT  OMAHA,  Nl'Ii.  rxiox  DKTOT  .\T  PORTI.AXD,  OKli. 

\A.N  IlKr.sr  Nl'I  low  I..V\KC  IIITKCT.S— W'OKI.D'S  I'.MK  .ARCHITECTS.  V.AN  liKVNT  & HOWE,  .ARCHITECTS — WORLHS  I'.AIR  .ARCHITECTS. 

V.\X  BRT'XT  & IIOWK,  Architects. 

Boston,  Mass.,  and  Kansas  City,  Mo.,  January  aS,  1S91. 

(•anlucr  Sas/t  Ha/ancc  Co.,  C/iica^o,  III.: 

('.l■■..^•TM•;MI■;N  — III  re])ly  to  your  letter  of  Jamiar}’  aOtli,  asking  our  opinion  of  the  merits  of  your  device  for  hang- 
ing window  sash,  we  would  say  that  we  consider  it  one  of  the  best  on  the  market,  if  not  the  very  best.  We  certainly 
know  of  none  su])erior.  We  think  so  well  of  it  that  we  have  specified  it  throughout  the  great  Union  Dejiots  at  Omaha, 
Xehraska,  and  Portland,  Oregon,  and  shall  certainly  use  it  in  all  first-class  heavy  work.  The  large  sash  in  the  blue 
jniiitiug  room  of  our  office,  which  is  hung  with  this  device,  has  never  given  us  a particle  of  trouble,  although  before 
It  was  used  ii  was  always  more  or  less  out  of  order.  We  are  verv  glad  to  add  our  testimouv  to  tliat  of  others  in 
its  favor.  Very  truly  yours.  Van  Brunt  & HowE. 

These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


THKODORE  C.  LINK  and  EDWD.  A.  CAMERON, 
Architects, 

Kcjuitable  Building,  Locust  and  Sixth  Streets. 

St.  Louis,  Mo.,  Januart’  30,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — We  have  examined  t’our  Pulley  and  Sash 
Ribbon  and  believe  it  to  be  as  you  represent,  and  a great 
advance  over  anj-thing  in  this  line  that  is  within  our  knowl- 
edge, and  we  shall  take  pleasure  in  specifying  the  same  for 
our  work  in  the  future. 

Yours  truly, 

Link  N Cameron. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments, 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


\V1.SC(  ).\S1N  CILNTK.M,  DJ-.POT. 

S.  s.  IJl-.MAN,  AUCHEIIXr  Wokl.D’S  AHCniTIXT. 


S.  S.  BI'MAN,  Archithct, 

Pullinaii  Hiiilding. 

Chicago,  July  23,  1890. 
(iardner  Sask  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — In  reply  to  your  request  for  a testimonial 
as  to  the  merits  of  the  Gardner  Patent  Steel  Ribbon  and  At- 
tachments for  Window  Sash,  would  say  that  I fully  endorse 
the  attachments  and  pulleys  as  being,  in  my  opinion,  one 
of  the  best  arrangements  for  the  hanging  of  windows  in 
the  market.  I have  specified  and  used  the  ribbon  in  the 
Wisconsin  Central  Depot  Buildings  with  perfect  sati.s- 
faction,  and  am  using  it  in  my  better  cla.ss  of  residences. 

Yours  truly, 

S.  S.  Beman. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


HOTEL  McCASLAND,  EAST  ST.  LOUIS,  ILLS. 
J.  Harry  Randall,  Architect. 


J.  HARRY  RANDALL,  Akciiitixt, 

Olid  I'ellows’  Muilding. 

St.  Louis,  January  20,  1892. 
Gardner  Sask  Balance  Co.,  Chicago,  Ills.: 

Gentlemein — After  examining  into  llie  merits  of  your  system  of 
hanging  windows,  I find  it  a decided  improvement  over  all  old 
methods,  and  I have  specified  in  all  of  my  better  class  of  work,  and 
it  is  now  in  practical  operation  in  the  Heidman,  Renoist  Saddlery 
Compan3’’s  Building,  and  some  fine  residences,  and  it  is  giving  entire 
satisfaction.  I have  specified  in  the  Hotel  HcCasland  and  in  the 
Mascot  Arcade  in  Hast  vSt.  Louis,  and  shall  continue  to  use  it 
hereafter. 

Yours  truly, 

J.  H.\RKV  R.VXD.'iI.L, 

Archilcct 


This]  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


IIOLABIRD  & ROCHE,  Architects, 

1 15  Monroe  Street. 

Chicago,  February  8.  1892. 

Gardjier  Sash  Balance  Co.,  Chicago,  Ills.: 

Dear  Sirs — We  take  pleasure  in  recommending  and  indorsing  the 
galvanized  steel  or  aluminum  bronze  Sash  Ribbons  manufactured  by  your 
Company,  having  had  experience  with  them  in  our  heaviest  work,  and  have 
found  them  uniformly  satisfactory. 

Yours  re.spectfully, 

Hoi.abird  & Roche, 

Architects. 


iS:  Kocmk,  Akchitkcts. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


roxTiAC,  CAXTox  Axi)  :\roxnx  Brii.nTxos.  Chicago. 
Holahird  & Roche,  Architects. 


RKSIDKXCK  OF  T.  n.  ALFKX,  CHICAGO.  II.I.S. 
Hoi..\t.iru  & Roche.  Architects. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


OFFICE  OF 

\V.  L.  B.  JKNNKY,  W.  BRYCK  Ml’NDIE.  Architect 

Architect  and  Landscape  Engineer,  In  charge  ol  ofhce. 

Home  Insurance  Building.  C.  L.  MARCH,  Business  Managp:r. 

Chicago,  Ii.i.s.,  Aug.  19,  1890. 

The  Gardner  Sash  Balance  Co., 

31 1 First  National  Batik  Building  ; 

Gentlemen  — After  careful  stud}-  of  the  qualities  of  j-our 
Sash  Pulley  and  Steel  Ribbon,  aud  comparing  same  with  other 
methods  of  hanging  sash,  preference  was  given  to  your  pulley 
and  ribbon  for  the  sash  of  the  Reiter  Building,  State,  VanBuren 
and  Congress  Streets.  This  building  is  over  four  hundred 
feet  long,  eight  stories  high,  and  being  designed  for  a retail 
store  or  stores,  the  windows  are  exceedingly  large,  mostly  from 
six  to  eight  feet  wide,  and  those  of  the  second  story  some 
twelve  feet  high.  The  sash  for  such  openings  require  the 
very  best  cord  and  pulleys.  Good  pulleys  can  be  obtained  by 
paying  for  them,  but  I was  unable  to  find  as  good  a pulle\’  as 
yours  at  the  price  you  charged  us.  The  question  of  cord, 
chain  or  ribbon  is  a serious  one  where  windows  are  as  heavy 
as  those  in  the  Reiter  Building,  and  it  was  only  after  the  most 
thorough  examination,  with  the  assistance  of  an  expert  to  visit 
the  place  where  the  ribbon  was  in  use,  that  the  question  was 
decided  and  the  contract  was  awarded  to  you. 

Ver)’  respectfully, 

\V.  R.  B.  JKNNKY,  .\rciiitect. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


Office  of  J.  K.  CADY, 

32  ]Melro])olitan  Flock. 

Chicago,  Ills.,  February  10,  1892. 
(iar liner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlf::\if:n — Your  iuquir}'  iu  regard  to  the  use  of  your  .Sash  Ribbon 
and  Pulleys,  we  will  say  that  we  have  u.sed  them  iu  the  Bordeaux  Apart- 
ment Building,  an  eight-story  building,  119  and  121  LaSalle  street.  In 
use  in  these  buildings  they  have  proved  perfectly  satisfactory  and  have 
fully  justified  our  expectations  in  regard  to  same. 

Yours  trul\'. 

J.  K.  C.\i)v, 

.\rchilect. 


THF  BORDKAUX. 

J.  K.  Cady,  Architect. 


This  Buildiner  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


WILSON  & MARBLE,  Architects, 

Chicago,  January  12,  1S92. 

Gardner  Sash  Balance  Co.,  City  : 

Dear  Sir — We  take  pleasure  in  saj’ing  we  consider  your 
Pulleys  and  Ribbons  for  sash  balance  work  the  be.st  in  the 
market  that  has  come  under  our  notice.  We  have  used  it  in 
all  buildings  where  possible,  and  have  had  entire  satisfaction. 

Respectfully  yours, 

WiESox  & Marhee. 


This  Biiildiag  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO 


RESIDENCE  OK  O.  W.  .MARBLE,  ARCHITECT. 


MR.  CI.ANCV'S  RESIDILN'CI'S,  CIIIC.AGO. 
WiLSO.N'  N.  M.arule,  .Arciiitixts. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO 


F I f5|^ 


111.  ri-.Mi'i.i-,  I,  iiicAc.o— ];ic.nTi-;i'N'  st<)kii:.s. 

III  KNAM  .S;  Kdot.  Akciutkcts. 


ASHLAND  BLOCK,  CHICAGO— SIXTLKN  STORIKS. 
Bukna^i  N;  Root,  Akciiitects. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


MONADNOCK— SIXTKIiN  STORIKS. 
Burnaji  & Root,  Architects. 


COOK  COUXTV  ARSTR.VCT  BUILDIXO— SIXTRlvX  .STORI}-;S. 
Henry  Ives  Cobb.  Architect. 


These  Buildings  are  Fitted  with  The  Gardner  Sash  Ribbons,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


BIRD’S-KYK  VIEW  OK  CHICAGO  UNIVERSITY. 


Hknry  Ives  Conn,  Architect. 


Okeick  ok  F.  E.  HINCKEEY, 

Room  40S,  First  National  Bank  Building. 

Chicago,  February  10,  1S92. 

(jardncr  Sash  Balance  Co.,  City: 

(iK.NTi.KMRN — The  Gardner  Sa.sh  Ribbons  and  Pulleys  have  been  in  use  in  our  office  over 
two  years,  and  have  proved  very  satisfactory.  I have  recommended  their  use  in  the  new 
Chicago  University  Building.  Yours  truly, 


F.  E.  Hinckley. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


DORMITORY  (^I‘  CHICAC.O  UNl\  I-:RSrr\'. 
HKNRY  IVIvS  Cohh,  Architkct. 


Oi-'FicE  OF  A.  C.  LUTGKXS,  Akciiitkct.s, 


935  ^Market  Street. 


Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 


vS.\x 


I''k.\nci.sc(),  Au<;u.''l  20,  iSyi. 


Gentlf;men — After  careful  investigation  and  trial, 
Pnllej'S  and  Steel  Ribbon. 


I have  no  hesitation  in  reconnnending  the  use  of  yonr 
Very  respectfull}-  3’onrs, 


A.  C.  Rutgens. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


1, 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


ALFRED  SMITH,  Architect, 

Office,  151  Monroe  Street, 

Chicago,  February  20,  1892. 

Gaydticr  Sash  Balance  Co.,  Chicago,  III.: 

Gentlemen — I have  used  your  Sa.sh  Ribbon  and  Atlachnients  in  several 
residences  and  business  blocks,  and  think  well  of  it. 

Yours  trul}', 

Alfred  Smith. 

MCLAUGHLIN  & STEVItNS,  Architects. 

Sioux  Citv,  Iowa,  January  15,  1892. 
Cayducr  Sash  Balance  Co.,  Chicago,  III.: 

Gentlemen — In  answer  to  yours  of  Januar)-  4,  I can  only  .say  that 
I like  your  arrangement  of  hanging  windows  better  than  ain’thing  I 
have  seen.  We  have  used  it  iu  the  buildings  for  the  Boston  Inve.stinent 
Company  here,  and  it  works  admirabh’.  I regret  to  say  that  I have  no 
cuts  or  jdiotographs  of  any  of  these  buildings  that  are  in  shape  for  repro- 
duction. Yours  respectfull}'. 

Dictated  by  W.  D.  M.  W.  D.  McLaughlin. 


This  Building  is  Fitted  with  Thel  Gardner  Sash  Eibhon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


WKST  KXl)  HOTKL,  ST.  LOUIS,  MU. 
Beinke  & Wees,  Architects. 


BKINKK  & WEES,  Archithcts, 

S29  Xorlli  T'ourlh  Street. 

St.  Louis,  ]Mo.,  January  27,  1892. 
Gardner  SasJi  Bala)icc  Co.,  Chicago,  Ills.: 

Gentlemen  — We  have  investigated  your  .system  oi 
hanging  .sash,  and  consider  it  verj-  good.  Have  not 
used  it  yet  but  intend  doing  .so  at  our  earliest  op])or- 
tunity. 

Ver\-  truly, 

Eeinke  & Wi:i;s. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO 


CKNTKAI,  men  SCHOUL,  ST.  TOUTS. 
Kuklong  &.  Brown,  Architects. 


FURLONG  & BROWN,  Architects. 

St.  Louis,  January  19,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — Having  satisfactorily  tested  the  merits 
of  the  Gardner  Sash  Balance,  consisting  of  Pulle3’s  and 
Steel  Ribbon,  I have  used  the  same  in  the  New  Central 
High  School  Building,  and  am  using  it  in  all  m3'  better 
class  of  work,  as  I consider  it  the  most  improved  method 
of  hanging  window  sa.sh. 

Yours  truh’, 

Furlong  & Brown, 

Architects. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


Office  of  WADDELL  & WILLOUGHBY,  Architects, 

Room  40  Fargusson  Block. 

Duluth,  Minn.,  BYbruary  20,  1892. 
Ciardnci'  Sash  Balance  Co.,  Chicago,  Ills.: 

CrENTLEMEN  After  ii.sing  your  .Sash  Pulley.s  and  Steel  Ribliou  in 
a number  of  bnilding.s  erected  by  ns  during  the  pa.st  year,  we  can 
cheerfully  testify  to  the  excellent  merit  of  your  method  of  hanging 
large  or  small  windows,  and  will  continue  to  specify  the  Gardner 
Pulleys  and  Steel  Ribbon  and  \ttachments. 

\"ery  respectfully, 

Waddell  & Willoughby. 

Architects. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


Office  of  FRANCIS  J.  NORTON,  Architect, 

Masonic  Temple. 

Chicago,  Febrnar}-  i6,  1892. 
The  (lardncr  Sash  Balance  Co.,  Chicago,  Ills.: 

Gentlemen — There  is  no  question  but  what  j’our  Sash  Balance 
is  a capital  thing.  It  is  simple  in  construction  and  its  convenience 
in  allowing  the  window  to  adjust  it.self  properly  at  all  times  to 
the  window  sash  is  unsurpassed,  and  will  be  appreciated  by  archi- 
tects, owners  and  builders. 

Respectfulh'  j’ours, 

Francis  J.  Norton, 

Architect. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


BUECHXER  JACOBSEN,  ARCHITECTS,  ST.  PAUL,  MINN. 


BUKCHXI'R  & j;vCOj>,SKX,  Akuiiitkcts, 

6oi  and  602  I\Ianh:illan  Iluililinii. 

St.  P.aui.,  Minn.,  February  i.S,  1892. 
(Tard/icr  Sas/i  Balance  Co.,  Chicago,  Ills.: 

Gkntlemkn — It  gives  me  great  pleasure  to  testify  to  tlic 
excellence  of  your  Steel  Ribbon  and  Attachments.  I have 
used  the  .same  both  in  residences  and  store  buildings,  and 
it  has  always  given  general  satisfaction.  It  is  a good  thing 
and  I will  keep  on  using  it. 

Yours  respectfully, 

C.  W.  Buechnek. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


SIIKI'I.I.V  kUTAN  COOLliDGK,  AKCI I IlliCT!: . 
W.M.  II.  DKAMARI),  KEI'KESKNTATIVIi. 


JAMEvS  STEWART  cS:  CO.,  Architects, 

Commercial  Building,  Sixth  and  Olive  Sts. 

St.  Louis,  Januar}^  28,  1892. 

Gardner  Sash  Balance  Company,  Chicago,  III.: 

Gentlemen — Your  Sash  Balance  was  brought  to  our 
attention  early  in  1891,  and  seeming  to  possess  much  merit, 
we  have  specified  and  used  it  in  some  work  then  under 
way,  especiall}'  in  the  residence  of  Alexander  G.  Cochran, 
in  We.stmoreland  Place,  this  cittv 

It  is  undoubtedly  an  excellent  material  for  hanging  win- 
dows, and  we  are  thoroughly  satisfied  with  it,  as  it  has 
given  perfect  satisfaction  in  ever}’  ‘respect. 

Yours  trul}’, 

James  Stewart  & Co. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


K1MB.A.LI.  BUILDING,  CHICAGO. 
Flanders  & Zimmerm.\n,  Architects. 


FLANDERS  cSt  ZIMMERMAN,  Architects. 

228  La  Salle  Street,  Rooms  34-35. 


Chicago,  March  27,  1890. 

(lardner  Sash  Balance  Co.: 

Gentlemen — When  our  attention  was  first  called  to  j'otir  methods  of 
balancing  sa.sh  by  means  of  steel  band  we  were  favorably  impressed,  and 
immediately  made  use  of  it  in  our  work.  In  its  operation  we  regard  it 
as  superior  to  any  for  hanging  sash,  by  the  ease  of  movement,  durability 
and  the  neat  appearance  pre.sented.  We  have  remarked,  “It  is  strange  it 
was  not  thought  of  and  made  use  of  years  ago.” 

Yours  truly. 


Fl.A-ndeks  & Zimmerman. 


This  Building  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments, 


GARDNER  SASH  BALANCE  CO.,  CHICAGO. 


E.  P.  BASSFORD,  Architect  and  Superintendent, 

2S  Gilfillan  Block. 

St.  Paul,  IMinn.,  P'ebruar}-  10,  1892. 
Gardner  Sash  Balance  Co.,  Chicago,  Ills.: 

Dear  vSirs-  I have  used  a number  of  3-our  Balances, 
and  like  them  so  well  that  in  the  future  will  use 
nothing  ebse. 

Respectfull}’, 

E.  P.  Bassford. 


B.VNK  BUILDING. 


This  Building'  is  Fitted  with  The  Gardner  Sash  Ribbon,  Pulleys  and  Attachments. 
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